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इस भाग में भिन्न पष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 
Separate aging is given to this part in order that it may be flled 

as a separate compilatlon. 


DEPARTMENT OF COMMUNICATIONS 
(Posts and Telegraphs Board ) 

NOTIFICATION 

New Delhi, the 17th July 1967 
G . S . R . 1104 . - - In exercise of the powers conferred by section 7 of the Indian 
Telegraph Act, 1885 ( 13 of 1885 ), the Central Government hereby makes the follow 
ing rules further to amend the Indian Telegraph Rules, 1951 namely : 

1. ( 1) These rules may be called the Indian Telegraph (Sixth Amendment) 
Rules , 1967 

(2 ) They shall come into force on the 20th day of July , 1967. 
2 . In rule 434 of the Indian Telegraph Rules, 1951, 
( 1) In Section 1,-- 
( A ) under the heading " 1. Installation Fees" ,--- 

(1) In item (a ), for the figures " 40 " , the figures " 50" , shall be substituted : 
(li ) in item (b ), for the figures " 20 " . the figures " 30 " shall be substituted ; 
(111 ) for item (c ) and the entries relating thereto , the following item and 

entries shall be substituted namely : - - 
" ( c ) (i) for a plug and socket arrangement comprising one plug for 

terminating the telephone Instrument. two sockets and one exten 

slon bell - Rs. 50 . 
(11) for each additional socket Installed - Rs. 30 " ; 
(iv) in item (d ), for the figures " 20 " the figures " 30 " shall be substituted ; 
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( B ) under the heading " 2. Reconnection fee" , — 
( a ) in item ( a ), - - 
( 1) in sub - item ( 1) , 

( a) for the word " geven " , the word " fifteen " shall be substituted ; 

(b ) for the figures " 20 " , the figures " 25 " shall be substituted ; 
( 11) In sub -item (ii ) for the figures " 40 " , the figures " 50 shail be sub 

stituted ; 
( b ) in item (b ) , 
( 1) in sub - item (i) , 

( a ) for the word " seven " , the word fifteen " shall be substituted ; 

(b ) for the figures " 10 ", the figures " 15" sholl be substituted ; 
( 11) in sub - item ( ii ), for the figures " 20 " , the figures 30 " ghall be substi 

tuted : 
(C ) under the heading " 3 Transfer fee , 
(1) In item (a ), 
(a ) in sub - item (i), for the Agures " 40 " the figures " 50 " shall be substi 

tuted ; 
(b ) in sub-item ( li), for the figures " 0 ". the figures " 30" shall lie 

substituted ; 
( ii) in Item (b ), 
( a ) after the words " subscriber s premises" the words but involves only 

a change in the name" shall be inserted : 
(b ) in sub -item (i), for the figures " 20 " , the ngures " 25 " shall be sub 

stituted ; 
(c ) in gub -item ( 11 ), 

(1) for the figures " 10 " , the figures " 15 " shall be substituted ; 

(il ) for the figures " 50 " , the figures " 100 " shall he substituted ; 
( 2 ) in Section II , - 
( a ) under the heading " ( 1) Telephone connections, extensions, plug points 

and connections to private and private branch exchange " , – 
(1) In Item (a ), for the figures " 20 " , the Agures " 25" shall be substituted , 
( ul ) in item (b ), for the figures " 40 " , the figures " 50 " shall be substituted : 
(b ) under the heading " (2 ) Bells" — 

(i) in item (a ), for the figures " 10 " , the neures " 15 " shall be substitutecl: 

(11) in Itern (b ), for the figures " 20 " , the Agures " 30 " shall be substituted , 
( 3 ) in Section III,- 
( a ) under the heading " (1) within the local area in the Table under 

" ( b ) Flat Rate System - all other exchanges " , for serial number ( 1 ) , 
( 2 ), ( 3 ) and ( 4 ) and the entries relating thereto the following serial 
numbers and entries shall be substituted namely : 

Rs. 
" (1) Exchanges providing 24 hours service . . 

300 

27 
( 11 ) Exchanges Providing reslilcted hours of service 
(2 ) Manual Exchanges of capacity over 20 lines . . 

23 
th ) Manual Exchanges of capacity 20 lines or less 

180 
(b ) under the heading " ( li) Beyond the local area " , - 
11) In item (a ), for the figures " 18 .00 " , the figures " 30 " shall be substi 

tuted ; 
( ii) in item ( b ), for the figures " 75 " and 700 " , the Agureg " 120 " and 

" 12 " shall respectively be substituted ; 


Rs. 


250 
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( iii) in the " Note , for the words " Where the length of the connection 

beyond the local area exceeds three kilometres " , the words 
" Where the actual length of the connection beyond the local area 
exceeds five kilometres " shall be substituted ; 


(4 ) in Section V , for item ( 1) and the entries relating thereto , the following 
item and entries shall be substituted , namely : 

Annual rent 
“ (a) Internal extension without inter- communication facility . . Rs. 100 
( 6 ) Internal extension with inter -communication facility , , . Rs. 150 
( c) External extensions 
(1) Not exceeding one kilometres radial distance from the main 

connection . . . . . . . . 
( 11) Excecding lone kilometre radial distance from the main Rental as for the 
connection 

first kilometre plus 
Rs . 75 per annum 
for each additional 
kilometrc or fraction 
thereof; 


50 


Provided that for external extension which lles entirely within the subscriber s 
premises and no portion of which crosses a public road , the rental shall be Rs. 200 
per annum for the first kilometre and Rs. 50 per annum for each additional kilo 
metre or fraction thereof," 


(5 ) in Section VI, — 
( a ) under the heading " ( 1) Particulars of the facility " , in sub - item (c ), for 

clause (1) and the entry relating thereto , the following clause and 

entry shall be substituted , namely : 
“ (1 ) A plug and socket arrangement comprising one plug for terminating 

the telephone instrument, two sockets and one extension bell 
Rs. 25 " ; 


(h) for Item (2), the following item shall be substituted , namely : – 
" (2 ) The additional charge to be levied for a coloured telephone instru 

ment shall be R s. 40 / - per instrument and that for replacement 
of a coloured Instrument by one of another colour shall be Rs, 20 / - . 
The additional charge to be levied for an Ampliphone (hard - of 
hearing telephone instrument) shall be Rs. 50 / - per instrtiment. 
These charges shall not be refundable in any case " ; 


(6 ) in Section VII, under the heading " (1 ) Casual connections from a De 

partmental Exchange " , in clause (a ) 
(1) for the Table , the following Table shall be substituted namely : 

" Measured Rate Exchanges 
Period of connection 

Rental No . of 

local calls 
allowed frce 
of charge 


So 


100 " 


Not exceeding to days . . . . . 
Exceeding 10 days but not exceeding 30 days . 

50 

50 
Exceeding 30 days but not exceeding 60 days 

100 
( ii) for the words , abbreviations, figures and letters " Rental of Rs. 1. 50 P . 

day subject to a minimum of Rs. 15 " . the following shall be substi 

tuted , namely : -- 
" Rental of Rs. 2. 50 per day suhject to a minimum of Rs. 25" ; 
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( 7) in Section VIII, - 
( a ) under the heading " 1 . Rent and Installation charges for switch boards , 
(1 ) in the Table , for item " Private Automatic Exchanges and Private 

Automatic Branch Exchanges " and the entries relating thereto , the 

tollowing items and entries shall be substituted , namely : 
" Privato Automatic exchanges Rs. 10 per equipped ter - Rs. 60 per cyuipped ter 

aniPrivate automatic branch mination on the switch - mination on the switch board 
exchanges except that of 5 board subject to a minimum 

linc PABX and 9 line PABX (charge of Rs. 150 / 
s line PABX Rs. 200 / 

Rs . 600/- for the whole unit 

inclugive of rent of all the 

5 internal connections , 
9 line PABX . . . . Rs. 500 / 

Rs. 1200 for the whole unit 
inclusive of tent of all the 

9 internal connections." ; 
( il , in “ Note 1 " , for the words and Agures " For Private Manual and 

Private Manual Branch Exchanges of over 50 lines capacity and 
for all Private Automatic and Private Automatic Branch Ex 
changes , rental for Switchboards the words and Agures " For 
Private Manual Exchange of over 50 lines capacity , all Private 
Automatic Exchanges and Private Manual and Automatic Branch 
Exchanges of over 100 lines capacity, rental for the switchboards" 
shall be substituted ; 


( b ) under the heading " 2 . Rental for telephone connections from Private 

Exchanges (Manual and Automatic ) and Private Branch Exchanges 
(Manual and Automatic ) " for items ( a ) and ( b ) , the following 
shall be substituted , namely : 

Annual Rental 
" ( a ) Internal connections and internal priyate wires , . . . Rs. 100 
( b ) External connections. 
(i) not cxceeding one kilometre radial distance from the private Rs. 250 

or private branch exchange, 
(it) exceeding one kilometre radial distance from the private or Rental as for the 
private branch exchange. 

first kilometre plus 
Rs. 75 per annum for 
| cach additional 

kilometre or fraction 
thereof ; 


Provided that for an external connection which lles entirely within the 

subscriber s premises and no portion of which crosses a public road , 
the rental shall be Rs. 200 per annum for the first kilometre and Rs. 50 
per annum for each additional kilometre or fraction thereof ; 


(8 ) in Section IX 
( a ) for Item 1, the following item shall be substituted , namely : 

Annual Rental 
" (I) (a) Internal private wires . . . . . . . Rs. 150 
(b ) external private wires 

(1) Not exceeding onekilometre . . . . . . Rs. 250 
( 11)_ Exceeding one kilometre . . . . . . Rental as for the 

first kilometre plus 
Rs 75 per annum for 
each additioani kllo 
metre or fraction 

thereof. 
Provided that for an external private wire which lies entirely within the 

subscriber s premises and no portion of which crosses a public road . 
the rental shall be Rs. 200 per annum for the first kilometre and 
Rs. 60 per annum for each additional kilometre or fraction thereof. " ; 
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( b ) Item 3 shall be renumbered as item 4 , and before the item as so re 

numbered , the following item shall be Ingerted , namely : 
" 3 . The chargeable length of a private wire shall be taken as the sum 

of the radial distances of its two ends from the exchange through 
which the cable pairs actually used for providing it pass. In 
cases where more than one exchange is involved the direct 
distance between the two terminal exchanges shall also be added 
to the chargeable length derived as above.* 


[No. 10 - 3 /87- R .1 

B . D . SUD , 
Member ( Administration ) 

and Ex - Officio Jt. Secy. 
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